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NARA RG104, Entry 1, Box 134 


Mint of the United States at Philadelphia, 
Assay Department, 
June 10, 1885 


Sir 


I would state in regard to the letter of the Superintendent of the New York Assay Office 
respecting a change in the tariff of charges — that while the methods of refining at New York and 
Philadelphia are dissimilar in many respects, yet I can see no reason why the changes proposed 
should not be adopted here. Particularly as it is desirable to secure harmony and uniformity so far 
as practicable. 


Very Respectfully 
Jacob B. Eckfeldt 


Assayer 


Hon. A.L. Snowden, Superintendent. 


